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DD/A 75-6081 

2 2 DEC 1975 


Director of Communications 
Director of Joint Computer Support 
Director of Logistics 

Semiannual Report on CIA Plan for 
Conversion of Intelligence Reporting 
to Metric Units of Measure 

Multiple adse memo dtd 17 Dec 75 fr 
CIA Member/Metric Panel; same subject 
(copy attached) 


The attached memorandum calls for a progress 
report on our plans for conversion to the metric system 
of measure. Please update your last report (listed 
below) and send your response to the DD/A Plans Staff 
by noon, 31 December 1975. 

OC-M 75-128, 5 March 1975 

OJCS 361-75, 10 March 1975 

, OL 4-6259a, 20 February 1975 



MEMORANDUM FOR: 

SUBJECT : 

REFERENCE : 
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